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ENGRAVE P/N "RBW6205G10551-3G" 
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Ø .594 THRU 
N⁄ Ø .64 X 90° BOTH SIDES 


Ø 2.125+.030 
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UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


DRAWN BY: CLOUGH 
APPROVED 


TOLERANCES ON 
DECIMALS 
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CECA 


FRACTIONS + 1/32 


REAT 

NISH CAD PLATE YELLOW 
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QTY | Q 


X 1 
z SPEC QQ.-P- 
UNLESS OTHERWISE SPECIFIED QQ-P-416F, TYPE II, CLASS II 
N [B/O Part # | QY Description Material B/O INFORMATION OR SPECIFICATIONS ka S SA nT EDGES USED ON MODEL 
2. DIMENSIONAL LIMITS APPLY AFTER PLATING AW139 
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